BOSTON  AT  TWILIGHT  from  Public  Gardens 
Arlington  Street  Church  right  and  Home  Office  of 
the  John  Hancock  Mutual  Life  Ins.  Co.  with  Weather 
Forecast  Tower.  Visitors  invited  to  Observation 
Areas    Mon.  -  Fri.  :    9:30    a.m.  -  4  p.m. 

Weather  3  hours  from  now 


Steady  Blue, 
clear  view 

Flashing  blue, 
clouds  due 


Steady  red, 
rains  ahead 

Flashing  red, 
snow  instead 
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